times I had went on a section and caught them
cutting without a center line.  They'll put
a center line up and get two cuts before they
would put the next one up.  I mean there's a
lot' of that that went on.

Q,  Was this under Jack's supervision?
A.  Yes, sir.

On cross-examination, Mr. Burgess stated that no
violations were ever issued against the respondent for cutting
the places in question too wide (Tr. 276).  He also stated
that while he could have disciplined Mr. Gravely for not
working over the weekend in question, he did not do so and
turned the matter over to Mr, Ward and Mr. Blankenship
(Tr. 282).

When asked about the events of July 27 through 30, 1982,
and the roof fall, Mr. Burgess testified as follows (Tr. 284-
285, 286, 288):

JUDGE KOUTRAS:  Are you aware of the events
of July 27th, 28th, 29th, and 30th, this
roof fall business and all that?

THE WITNESS:  Yes, sir, I was.

JUDGE KOUTRAS:  Tell me in your own words
what you know about that.

THE WITNESS:  Well, it's my opinion if it was
taken care of the way it should have been to
start with we wouldn't have had all the problems
that we had.

JUDGE KOUTRAS:
too general.

That's a little too broad and

THE WITNESS:  No.  Seriously, if the intersection
where the top had give way had been supported
like it was supposed to have been to start with,
the top wouldn't have took off.  I mean it
has to break out somewhere.

JUDGE KOUTRAS:  All right.  But on the 27th, do
you agree that they were sent down to do some
scraping and that they encountered a bad top?
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lot of loss in production.
